I Think You Will Love This Music Too - Montage #269 


“Carl Maria von Weber (1786-1826)” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Carl Maria von WEBER (1786-1826) 


00:00 

Overture to / ouverture d ’Oberon, J. 306 

NBC Symphony Orchestra 

Arturo Toscanini, conducting / direction 


Clarinet Concerto pour clarinette no.1 in F Minor / en fa 
mineur, J. 114 [op.73] 

Janet Hilton, Clarinet(te) 

City of Birmingham Symphony Orchestra 

Neeme Jarvi, conducting / direction 

08:24 

1. Allegro moderato 


16:33 

2. Adagio ma non troppo 


22:22 

3. Rondo: Allegretto 


28:58 

Sonate pour Piano Sonata no.2 en la bemol majeur / in A-Flat 
MajorAb, J. 199 fop. 391 

Emil Gilels, pianono 

57:55 

Konzertstuck In F Minor / en fa mineur, J. 282 [op. 79] 

Robert Casadesus, piano 

Cleveland Orchestra 

George Szell, conducting / direction 


(Total -73:28) 















